BY PAUL MONROE COMPANY 


MUNICIPAL BRIDGE, ST. LOUIS, MO. 

This bridge is two miles long, and is the 
largest double-span steel bridge in the world. 

It is used for the passage of vehicles, pedes¬ 
trians, and trains between St. Louis, Mis¬ 
souri, and East St. Louis, Illinois. 
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